OF SOUTH CAROLINA

SECTION 3: Time effective.-This act shall take effect upon its
approval by the Governor.
Approved the 1st day of May, 1950.
(R1116, S643)             No. 1391
AN ACT To Authorize And Empower The Commissioners Of
The South Carolina School For The Deaf And The Blind To
Transfer A Portion Of Its Eight (8) Inch Water Main To The
City Of Spartanburg, And To Contract With Said City For A
Connection With A Larger Water Main.
Be it enacted by the General Assembly of the State of South
Carolina:
SECTION 1: South Carolina School for the Deaf and Blind
transfer portion of its 8-inch water main to Spartanburg for con-
nection with 14-inch water main.-The commissioners of the South
Carolina School for the Deaf and the Blind located at Cedar Springs,
Spartanburg County, are authorized and empowered to transfer and
convey to the City of Spartanburg or to the Water-Works Commis-
sion of the said city, so much of its eight (8) inch water main as ex-
tends from the limits of the City of Spartanburg along the west side of
Highway No. 176, a distance of approximately seven thousand, five
hundred sixty-three (7,563) feet to a point on said highway where the
road forks and a road leads off to Camp Croft, and all prescriptive and
other rights of user, rights of easements in, to and over lands along
said line of water main, all rights incident to the use thereof includ-
ing the right to repair the same, as may now be owned and enjoyed
by the said school in connection with its use and ownership of the
water main.
The consideration of the transfer and conveyance shall be the
agreement on the part of the City of Spartanburg acting through
its waterworks commission to connect the remaining portion of the
eight (8) inch water main of the said school which runs or leads on
to the school property with a fourteen (14) inch water main of the
city which extends from the limits of the said city along the eastern
side of said highway No. 176 to the fork of the road above men-
tioned, thence on to Camp Croft.
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